Subject: Fwd: Damaged light post at 356 W 7th St, San Pedro, Ca 
From: Lorena Parker 
Date: 02/24/2016 11:56 AM 
To: richard.saplan@lacity.org 

Richard, 

Here are the photos of the damaged light post. I hope this can get resolved in the next 2-3 weeks. 

I also took a photo of an undamaged light post if it will help you plan the repair. 

Thank you for your assistance. 

Best regards, 

Lorena Parker 
Executive Director 

San Pedro Historic Waterfront 
Business Improvement District 

390 W. 7th Street | San Pedro, CA 90731 

T 31 0.832.21 83 | F 31 0.832.0685 
Lparker@sanpedrobid.com 

www.sanpedrobid.com 
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